Shuenn Bao Shing Corporation 


APO0708V Disposable Particular Respirator 


Fitting Instruction: 
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Test the tightness of the respirator by exhaling or blowing out 


sharply. Check for leaks around the nose clip and the rest of the seal of the 


respirator. Any leaks around the seal must be eliminated before entering 


the contaminated area. 


It is the user’s responsibility to ensure that the respirator provides the 


necessary level of protection for the type and concentration of the 


contaminants in the area where the respirator is intended for use. 
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